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TAGS:ASEC 

SUBJECT: AUTOSCAN PRINTER FAILURE 

REF: (A) BUDAPEST 00164, (B) BUDAPEST 1/76 REPORT, 

(C) BUDAPEST 00402 

1 . APOLOGIES FOR THE DELAY IN ANSWERING. 

2. THE MOST LIKELY PROBLEM IS THAT THE PLUS 5V SUPPLY IS 
BEING OVERWORKED BY ANOTHER COMPONENT. 

3. REMOVE ALL CIRCUIT BOARDS ACCESSIBLE FROM THE FRONT 
PANEL AND REPLACE FS 3 WITH A 6 AMPERE FUSE. IF FS 3 
DOES NOT BLOW, INSERT BOARDS ONE AT A TIME UNTIL FS 3 
BLOWS. 

4. REPORT RESULTS OF THIS TEST ASAP. NEW UNIT CAN BE 
POUCHED, BUT WOULD PREFER TO FIELD ISOLATE THE PROBLEM 
TO A SINGLE COMPONENT. INGERSOLL 
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